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1, It is requested that position masher BEF~750» Clerk Steno- 
— - 1 *■* ~~ 1 he reallocated to Finance Assistant 


grapher G6-5> 
08-7, SF. 


2. fhe functions and grade of the request for reallocation 
was approved by representatives of the Management Staff and the 

t based upon information contained in 
24 January 1961* copy of which is attached* 



3 . ft would be appreciated if this request be handled on an 
expedite basis in order to attenpt to fill this position as soon 
as possible* 
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